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Message Text 


UNCLASSIFIED 

PAGE 01 TEL AV 03248 111323Z 
43 

ACTION NEA- 10 

INFO OCT-01 ISO-OO EB-07 /018W 

061328 

R 111 137Z MAY 76 
FM AMEMBASSY TEL AVIV 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 1398 

UNCLAS TEL AVIV 3248 

USDOC 

E.O. 11652: NA 
TAGS: BBSR ESTC IS 

SUB J : WTDR/FTI ORPAC ELECTRONIC INDUSTRIES LTD 
REF: STATE 084273 

1 . ISRAEL 

2. CNTRY CODE: 508 

3. SER NO: 0181200 

4. ORPAC ELECTRONIC INDUSTRIES LTD 
4A. CODE: K 

4B. CODE: A 

5. 6 SHDEROT HASHMONAIM 

6. TEL AVIV, ISRAEL 

7. ESTABL: 1971 

8. EMPL: 33 

9. SIZE: (20-X) MEDIUM 

10. REPUTATION: (22-X) GOOD 

11. SELLS PRODUCTS LOCALLY 

12. RPT DATE: 05/76 

13 A. 36621/0 MFR COMMERCIAL, INDUSTRIAL AND MILITARY ELECTRONIC 
COMMUNICATION EQUIPMENT (ELECTRONIC ASSEMPLIES) 

13B. 38250/0 MFR INSTRUMENTS TO MEASURE ELECTRICITY. FREQUENCY 
METER FOR MEASURING LOAD ON TELEPHONE LINES. 

14. CONTACT: DOV TIROSH TITLE: DIR. 

15. CABLE: NA 

16. TELEX: NA 
UNCLASSIFIED 

UNCLASSIFIED 
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17. TEL: 03/31707 
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18. FINANCIAL REFS: BANK LEUMI LE' ISRAEL B.M. 26-32 YEHUDA 
HALEVI ST. TEL AVIV. 

19. TRADE REFS: COLLINS RADIO, DALLAS, TEXAS; BURNDY CORP., 

NORWARK, CONN. 

20. FOREIGN FIRMS REP: NONE REPRESENTED. 

21. PRIVATE LIMITED COMPANY INCORPORATED 1971, FULLY OWNED BY 
RAPAC ELECTRONICS LTD. (WTDR/FTI 10/30/75). SUBJECT OPERATES 

AS IMPORTER AND WHOLESALER OF ELECTRONIC EQUIPMENT. DESIGNS, 
MANUFACTURES AND MAINTAINS DIGITAL COMMUNICATION SYSTEMS, HI FI 
COMMUNICATION SYSTEMS, ELECTRO MECHANICAL PACKAGING, MEDICAL 
EQUIPMENT, FIRE CONTROL SYSTEMS. SUBJECT PERFORMS WORK UPON 
ORDERS, PRIMARILY FOR GOVERNMENT OFFICES. MOST PURCHASES 
MADE THROUGH RAPAC. SELLS LOCALLY ACCORDING TO TERMS AND 
SPECIFICATIONS OF TENDERS. SALES VOLUME FOR YEAR 1975/76 
REPORTEDLY IL 2.5 MILLION (IL 7.67 EQUAL 1 DOLLAR). AUTHORITIES 
REPORTED MEANS ADEQUATE; BUSINESS EXPANDING; TREND FAVORABLE; 
MANAGEMENT EXPERIENCED; BANK RELATIONS GOOD. SUBJECT INTERESTED 
PURCHASING INTEGRATED COMPONENTS CIRCUITS AND CONNECTORS FOR 
DIRECT USE. POST CONSIDERS SUBJECT GOOD TRADE CONTACT FOR U.S. 
FIRMS. 

22. PREPARED BY: A YAACOV APPROVED BY: E MCKINE AT/ 

AMEMBASSY, TEL AVIV. 

DUNNIGAN 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: ELECTRONICS INDUSTRY, STRATEGIC TRADE CONTROLS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 11 MAY 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976TELAV03248 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760181-0772 
From: TEL AVIV 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760566/aaaacehj.tel 

Line Count: 84 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION NEA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 76 STATE 84273 
Review Action: RELEASED, APPROVED 
Review Authority: oatisao 
Review Comment: n/a 
Review Content Flags: 

Review Date: 25 JUN 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <25 JUN 2004 by wolfsd>; APPROVED <06 OCT 2004 by oatisao>; APPROVED <06 OCT 2004 by oatisao 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: WTDR/FTI ORPAC ELECTRONIC INDUSTRIES LTD 
TAGS: BBSR, ESTC, IS, ORPAC ELECTRONICS IND 
To: COM 
Type: TE 
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